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4° NO TURB, NO RADIO NOISE, GENERAL WX MOSTLY CLEAR 0 
5 0 TRACKER S N-?, 100 SUCCESSFUL 700 FEET M/S ON 0052Z 
6o HAND CONTROL OP GOOD, DRIFT SIGHT CLEAR* 
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